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I would think that the Navy would have very stringent specifications 
in terms of materials for the antenna mast and that the option of cold- 
rolled vs. stainless steel would not rest in the hands of a contractor. 
You might like to check up on this. Everything matters, so that the 
corrosion, strength of the material, etc. would be significant features 
in the design, which would prohibit switching between the two 
materials. 
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